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THIS SCHEMATIC IS FURNISHED ONLY FOR TEST AND MAINTENANCE PURPOSES. THE 
CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATED ACCORDINGLY. 
COPTRiGHT 1965 BY DIGITAL EQUIPMENT CORPORATION 



O A +IOV 


O B -I5V 
OC GND 


<0 r>. 




DRN. 
I. HAHN 


CHK'D 
R.SILVERMAN 


ENG. 
R.DOANE 


PROD. 


DATE 
4-27-65 


DATE 
4-29-65 


DATE 
4-27-65 


DATE 


Q3,Q4,Q7,Q8,QII,QI2,QI4 


QI,Q2,Q5,Q6,Q9,Q10,QI3 


R9,RI0,RI9,R20,R29,R50, R35 


R7,R8,RI7,RI8,R27, R28,R34 


R5, R6,RI5.RI6.R25,R26,R35 


RI-R4,RII-RI4,R2I-R24,R3I,R32 


Dl - DI4 


REFERENCE DESIGNATION 


TRANSISTOR DEC3009B-S 


TRANSISTOR DEC999-S 


RES. 3K I/4W 5% CC 


RES. 100 1/4 W 10% CC 


RES. lOK I/4W I07o CC 


RES. I,5K I/4W 5% CC 


DIODE D664 


PAiRTS LIST 


DESCRIPTION 


1503100 


I50I836 


1300432 


1300231 


130048 1 


1300391 


1 1 00 I 14 


A-PL-W500-0-0 


PART NO. 


PARTS LIST 


TRANSISTOR & DIODE CONVERSION CHART 


DEC 


0664 


DEC999 


DEC 3009 B 


EIA 


IN3606 


MM 999 


2N3009 


DEC 


EIA 



EQUIPMENT 
CORPORATION 

MAVNARO, MASSACHUSETTS 


DEC FORM NO. 


""""'HIGH IMPEDANCi 
FOLLOWER W5< 


SIZE 

B 


CODE 

cs 


NUMBER 

W500-0-I 


PRINTED CIRCUIT REV. 


REV. 
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